1120 HOW BEAUTIFUL UPON THE MOUNTATI 


The William Denton Moulton home built 
in 1877 in Hailstone. This home was a well 
known spot on the stage coach line It 
was one of the showplaces in the valley in 
the early days. 
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1885, which became the recreation hall of the new chapel, adding many 
more rooms and improvements. After 1614 months of diligent work— 
serving of dinners, bazaars, programs, etc.—the building was dedicated 
July 16, 1956 at a total cost of $112,500.00. The completion of this 
great project in so short a time was due to the untiring efforts of Bishop 
Kohler who worked on the project every day. The unity and support of 
the people were very commendable and now a beautiful chapel stands 
as a monument to their efforts. 


The Midway Second Ward Chapel, which incorporated portions of the original ward 
building. The remodeled and enlarged structure was completed in 1614 months of work 


and dedicated July 16, 1956. 
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